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MINISTRY OF POWER 
RESOUTIION 

New Delhi, the 10th June, 2005 % 

Sub: Promotion of co-generation power plants 

. No - 37/10/20M-H-IL— 1 ITUs IVOnistiy’s Resolution No. A-40/95-IPC-I dated 6-11-1996 related to tariff fixationfor 
purchase of power from co-generation plants and for grant of qualifying status to such plants. 

Fl, J^ Per w e P1 T Si0nS 0f ^ Elecbicit y Act > 2003, the tariff fixation is required to be done by Appropriate 
Poli^notifi^rmdCTtte^^M^ «>-geneiati<^i have been included in the National Electricity 

3. Keeping this in view, this Minishy’s Resolution referred to above stands superseded 

A. K KUTTY, Jt Secy.' 
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